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The officials responsible for canvassing the results of the refer-
endum shall, within ten days, certify such results to the clerk of
court of the county and to the Secretary of State.
SECTION 3. City of Camden may furnish fire protection if Fire
Zone created.-If the fire zone is created pursuant to this act, the
City of Camden may furnish fire protection to the area established.
In furnishing protection to the area, the fire department shall be
guaranteed full cooperation of the residents of the area and shall
enjoy all of the immunities, privileges and authority given to fire
departments in combating fire and hazards now given them by law.
SECTION 4. Contract for furnishing fire protection-utility bills
to be increased.-Within thirty days after the referendum, if its re-
sults are favorable, the Governing Board of Kershaw County and the
City Council of Camden shall enter into a contract for furnishing fire
protection to the area under such terms and conditions as they may
agree. To defray the cost thereof, the City of Camden is authorized
to add to the utility bill of each separate residence or residential
meter a sum not to exceed one dollar per month and to each com-
mercial meter in a retail establishment or apartment building a sum
not to exceed two dollars per month. If there should exist a business
and a residence on the same lot and operated off the same meter the
two dollar commercial rate will apply. Any person failing to pay
the assessment imposed herein shall be subject to the same penalties
as are now applied for nonpayment of utility bills.
Industrial intsallations, private schools, private clubs, and other
buildings of a nature not classified herein will pay an assessment
based on the number of buildings, number of floors or special nature
of the premises as determined by the City Council of Camden and
the Kershaw County Governing Board.
Assessments for protection of properties named above and resi-
dences or commercial properties not on the city utility system shall
be made on an annual basis.
Assessments unpaid after sixty days from the due date thereof
shall constitute a lien on the premises assessed.
No assessment shall be made for church properties or public build-
ings.
SECTION 5. Fire protection to be furnished within 30 days.-
Fire protection as provided for herein shall be furnished not later


